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newly elected 
A.1.Ch.E. officers 
for 1955 


president OFFICIAL TALLY 


votes 
president 


B. F. Dodge 


vice-president 
A. K. Doolittle 


treasurer 


G. G. Brown 


vice- 
president secretary 
. F. J. Von Antwerpen . 


directors 
E. B. Chiswell, Jr. 
W. A. Cunningham 


Donald A. Kotz . 
Walter E. Lobo 


Arthur K. Doolittle 


treasurer 


The largest vote ever cast for Institute officers, 

7,192, was recorded as a result of the 1954 

election for 1955 officers. In this election Asso- 

ciate Members os well as Members were eligible 

to vote. 13,359 ballots were mailed to these 

classes of members, and so the return of 7,192 

George Granger Brown valid ballots shows a percentage return of 54% 


in addition, 42 ballots were returned postmorked 


secretary too late to be counted os valid. 
This compores with last year as follows: Then, 
>, in the election for 1954 officers, a total of 2,791 
ballots were cast. At that time there were o 
5 total of 4,805 Active Members eligible under the 
old rules. This shows a 58% return, not too far 

different from this year's results. 

F. J. Van Antwerpen 


directors 


The newly elected directors serve for three 
yeors, taking the place of the four directors 
elected in 1951. The total 1955 slate, in addi- 
tion to the newly elected directors shown ot 
the left, include W. T. Dixon, E. V. Murphree, 
G. G. Oberfell, L. Van Horn, R. P. Dinsmore. 
W. L. Faith, G. E. Holbrook, L. P. Scoville. 


E.B. Chiswell, Jr. W.A.Cunningham Donaldl.Katz Walter E. Lobo 
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